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Date: 19-09-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 952 (since 15t" March 2020) 
4€) Positive Today: 20 ЖЛ Recovered Today: 33 
XX Death Today: 01 X1 Active Cases: 185 
S"" Sample Positivity Today: 1.85% R% Recovery Percentage: 95.89% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 103925 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 99651 (95.89%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3760 (3.62%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 329 (0.32%) 
5. Number of samples found negative for COVID-19 today: 1063 
6. Total number of samples sent for COVID-19 testing today: 1092 
7. Total number of cumulative samples found negative since 01.01.2022: 1518454 
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Detailed Status of Sample Tested 


- Negative ss Positive 
Negative : Positive à 
к Cumulative с Cumulative 
in last 24 i in last 24 Е 
hours Smee hours Sime 
01.01.2022 01.01.2022 


Haridwar 196 176 | 326542 | 1 | 14053 | 34065 | 9 | 
Details of Districts having Positive COVID-19 Cases 
Almora 4898 4460 4 4 430 
Bageshwar 2160 2055 0 0 105 
Chamoli 3363 3224 9 3 127 
Champawat 1993 1963 1 2 27 
Dehradun 38813 38083 61 208 461 
Haridwar 14053 13760 17 31 245 
Nainital 13400 13238 75 32 55 
Pauri Garhwal 5590 4532 2 21 1035 
Pithoragarh 2751 2588 5 4 154 
Rudraprayag 3050 2904 4 2 140 
Tehri Garhwal 2618 2158 0 8 452 
U.S. Nagar 9319 8965 5 8 341 
Uttarkashi 1917 1721 2 6 188 
Total 103925 99651 185 329 3760 
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Hospital Wise Death 


T Е №. ої 

District Name of the Hospitals DERRE 
Dehradun | Shri Mahant Indresh Hospital 1 
Total 1 


Check Your COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 
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COVID-19 Vaccination 


19th September 2022 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 
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* Sessions Held Today: 640 
* Number of Beneficiaries Vaccinated Today: 7140 
* Total Number of Beneficiaries Partially Vaccinated: 9104598 
* Total Number of Beneficiaries Fully Vaccinated: 8680353 
3X* Total Number of Beneficiaries Given Precaution Dose: 1946357 
Details of Beneficiaries Vaccinated in Uttarakhand 
TH а Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ANS 12-14 12-14 15-17 15-17 s к 2 7 Precaution 1st 
crudus ue Yrs | years ist | years | 1 робе | and Dose | _ Dose p base bius о 
1st 216 Dose Ae) Dose Coverage | Coverage | Coverage | Coverage | Coverage | Coverage COMME 206 Dose 
Dose Dose Coverage | Coverage Dose 
Almora 20559 14638 29422 24275 384878 359344 6025 6035 9961 9769 89086 39 163 
Bageshwar 10462 8783 14153 13338 186459 173386 2515 2522 2323 2403 56094 18 328 
Chamoli 15250 15046 19751 19641 275405 273012 3988 4025 6494 6641 103700 23 814 
Champawat 11013 9343 13551 13194 185547 175543 2257 2324 7594 7602. 44170 0 14 
Dehradun 72678 51423 104365 84142 1584952 | 1497654 37250 36756 30677 31355 407495 238 1168 
Haridwar 75880 41623 84095 54630 1524662 | 1474120 17797 17677 48487 48503 340988 44 386 
Nainital 43092 32837 53660 43468 760686 744519 14196 14016 20121 20251 190880 522 383 
Pauri 22824 17898 32760 31107 456584 440168 7927 7951 7109 7208 132356 58 836 
Pithoragarh 16563 12798 23846 21186 328909 320766 4097 4115 8325 8426 64869 17 205 
Rudraprayag 9009 6983 12634 11191 174802 161285 2466 2457 2692 2714 49550 0 2 
Tehri 23792 22271 31373 30745 402363 371810 6254 6320 4932 5056 128405 49 345 
US Nagar 62990 53997 93768 91115 1363006 | 1396520 12508 12639 34814 34104 239642 50 656 
Uttarkashi 13623 11327 18324 16959 237632 228793 3463 3490 5004 5116 99122 24 758 
Total 397735 | 298967 | 531702 | 454991 | 7865885 | 7616920 | 120743 | 120327 | 188533 | 189148 | 1946357 | 1082 | 6058 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 
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S'" Sample Positivity: 4.42% 
XX CFR (%Death): 1.73% 


R% Recovery Percentage: 96.01% 
ой Migrated Cases: 2.22% 


1. Total cumulative Positive COVID-19 detected: 448710 
2. Total Number of COVID-19 Patients Treated/ Cured: 430801 
3. Total Number of COVID-19 patients migrated out of state: 9977 
4. Total Number of COVID-19 Deaths: 7747 
5. Total number of cumulative samples found negative: 9694207 
6. Total number of cumulative samples tested: 10142917 


Districts wise Status of COVID-19 


Treated/ 


District 
UE Cured till 


Cumulative Negative Positive Cumulative 


Cumulative 


samples Tested 


Cumulative 


Cumulative 


Date 


Deaths 


Migrated/others 


Almora 326619 309480 17139 15884 200 1051 
Bageshwar 261415 253488 7927] 7736 61 130 
Chamoli 360098 344483 15615 15207 65 334 
Champawat 340892 331220 9672 9400 55 216 
Dehradun 2489739 2338194 151545 146685 3735 1064 
Haridwar 2604607 2538960 65638 62923 1055 1643 
Nainital 734893 682151 52742 51491 979 197 
Pauri Garhwal 542715 519383 23332 21252 336 1742 
Pithoragarh 289743 276701 13042 12589 186 262 
Rudraprayag 244102 232246 11856 11444 108 300 
Tehri Garhwal 373575 355117 18458 16989 118 1351 
U.S. Nagar 1169208 1121943 47265 45337 769 1154 
Uttarkashi 405311 390832 14479 13864 80 SOS 

Total 10142917 9694207 448710 430801 7747 9977 


